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UNCLASSIFIED 

PAGE 01 CARACA 00143 071348Z 

53 

ACTION COME-OO 

INFO OCT-01 ARA-10 ISO-OO EB-07 /018W 

003252 

R 062055Z JAN 76 
FM AMEMBASSY CARACAS 
TO SECSTATE WASHDC 1450 

UNCLAS CARACAS 0143 

E.O. 11652: N/A 

SUB J : CIF REFERENCE PRICES ESTABLISHED FOR DISPOSABLE 
PLASTIC SYRINGES 

1 . BASED ON NATIONAL EXECUTIVE REQUIREMENT OF PROTECT EMERGING 
VENEZUELAN INDUSTRY, A RULING HAS BEEN PUBLISHED (GACETA 
OFICIAL, DECEMBER 26, 1975, PG. 232.280) TO ESTABLISH CIF 
REFERENCE PRICES FOR DISPOSABLE PLASTIC SYRINGES (90.17.01.21/ 

10 PERCENT AD VALOREM DUTY). 

2. REFERENCE PRICES AS FOLLOWS: 

(A) 2 1/2 CC- BOLIVARS 60.02 PER 100 UNITS 

(B) 5 CC -BOLIVARS 86.70 PER 100 

(C) 10 CC -BOLIVARS 99.27 PER 100 

(D) 22 CC -BOLIVARS 160.22 PER 100 

3.10 PERCENT DUTY WILL NOW BE CHARGED ON REFERENCE PRICE 
INSTEAD OF INVOICE PRICE, UNLESS A "NORMAL" PRICE IS JUDGED 
TO BE HIGHER. 

4. RULING STATES THAT DOMESTIC INDUSTRY IS NOW CAPABLE FOR 
SUPPLYING INTERNAL MARKET. 

SHLAUDEMAN 
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